POWERSTAT 21 


POWERSTAT TYPE 21 VARIABLE 
TRANSFORMER, 120 VAC 50/60 Hz 
input and output 0-140 VAC 4.5. 
amps 0.63 KVA. 3.8x4.3x3.5, 5 
lbs. NEW w/knob & dial, $28.95 
* * * * * * Pl Se 9 * * * * * * ieee i 
Other VARIABLE TRANSFORMERS, 120 VAC 60 Hz 
input. Output 0-120 VAC. Used w/knob & dial: 
10 amp, 10#, $35. 20 amp, 19#, $65.00 


PRT-4A @ TRANSMITTER 


’ AN/PRT-4A MINIATURE HELMET TRANS- 
'MITTER, designed to operate on two 
preset channels between 47 and 57 
MHz. Output 450 MW (Ch 1), SO-250 
MW (Ch 2); 150 Hz modulation dis- 
ables squelch of PRC-25-77. Also 
150 Hz tone output. Requires 12 
VDC originally supplied by BA-399 
battery (not available); CR-81 
crystals not available. With 24" 
Borideeibie antenna and battery box; 
o/a 9x2.6x2, 2 lbs sh. Used, $39.50 
AN/PRT-4 "AS-IS" for parts, less antenna, 
battery box, and crystals, $16.95. 


‘six bands. Looks like 
nd has the "front end" 
COP oe of Hammar- 


ma daGdulation can 
cuits are transistor- 
ye to the R-1511. Has 13 PC 
ng Video Channels A & B, Pan- 
out), and Narrow Band Moni 

i, rcuit all with separate out- 
(We measured "Narrow Band" to be 40 KHz| 
one jack!) Besides tuning controls, 
sanel Nas | RF Gain, AGC On/Off, Marker 

, BFO (non-adjustable), dimmer, and 
Video Level meter. Rear jacks for 
Ch A, Ch B, Wavetrap, Ch A CONV/FLT, 
/7FLT, ANT, and VFO Monitor. Might be 
le to modify this radio with some 

ve ceramic 455 KHz filters; no fur- 
Requires 115/230 VAC 60 Hz; 10.5x 
70 lbs sh. Used-reparable, $150.00 


INPUT 240 VAC 50/60 Hz. OUTPUT O-240 VAC: 

8 amp, 22#, $47. 9 amp, 194, $53.00 
* * * * * * * * * * * * * * * * * * * * * * al 
LUXITROL D2500H 0-120 VAC 20 
amp 2500 W; easy-to-use verti- 
cal mount-style. With knob but 
no dial plate. 9.3x10.6x4, 10 
lbs sh. Used, $64.00 


AN/PRR-9 HELMET RECEIVER, companion to PRT-4 
& PRT-4A, less antenna and headset, $25.00 
AN/PRR-9 "AS-IS" CHASSIS only for parts, $10 
OPERATOR'S MANUAL £/ PRT-4-4A & PRR-9, $7.50 

MAINTENANCE MANUAL, partial repro, $15.00 


LUXITROL D6000H O-120 VAC 50 
amp 6000 W; vertical mtg with 
knob & dial, 35#. Used, $150. 


MINI-500 MEGGER 


MOTION SENSOR, interesting | 
security device that de- 


af tects change in ambient pics ee = JFC MINT_-500 4 
’ DEL 63-13-175, port- light. When someone or 4 ee ae : Teg aT OORE, 
Z een aaced thing passes through ite \ ¢€ ee portable unit useful in insula- 
\ 


tion and ground tests. Has hand” 
crank generator for supplying 
test voltage, O-1000 ohmeter, 
and function select: OHMS-100 V 
(MN /S)=250 Vi (mM 727-500 -V cM 
X1)-1000 V (M x2)-DISCHARGE. Includes carry- 
ing case; meter is damaged. 4.2x6.1x5S, 10 
lbs sh. Used, AS-IS with output, $39.50 


designed for computer 
oplications. Input 95-130 
c eutputs, 120 VAC 750 VA 60 Hz. 8. 7x8. 9x 

1.8)-6,.-65hs..ceh._ Used,.-$1.85.-00=— 


15 ft sensing range and 4 \ 
disturbs the light enviorn- oe 
ment, sensor trips alert siren. 
Utilizes LM324A op-amp and photo cell tied 
to a zero (null)-seeking circuit. Grey plas- 
tic case; requires (4) AA batteries (not in- | 
cluded). 99. 5x4x1,52 Ib. #IS-MO-DE, NEW $2.95 


SOLA #23-22-125, CVS harmonic 


put 120 VAC 250 VA 60 Hz; 9.6x 


7.5x5.4, 32 lbs. Unused, $85.00 ry f 100K ATTENUATOR 


1OOK OHM Z2-DECK ATTENUATOR, 
-O0-100K in 10K steps; has 1.3"L x 
RE 1/4" dia shaft and is in 1.5x1.5 
‘VS-type. Input 95-130 x1.2 box. ALPS #220359, NEW, $2.95 
ee Hz; output 120 VAC 


and Gord. s.cxs.0 uM of XMITTING ME CAPACITOR 
ibs sh. NEW, $85. i TE 


DUAL SECTION 7000 V 
XMITTING VARIABLE 
GAPACITOR, 32-151 
pf per section; 
0.175" gap. S/8"x 
1/4" dia shaft; 
o/a 4.8x14. 5x4, 


LOR eMe Me OP We BR NE ew OH ee Ge! 


| #63-13-114 PORTABLE 


HEAVY DUTY SWITCHING 
POWER SUPPLY with 
"heavy duty" outputs 
+S VDC 28 amps, +12 V 
COOL Ge ainlyeeks NEP eH NS Voxel 
te I es Se A from 115 VAC 60 Hz input. Has 
On-Off switch, 3-prong input connection and 
16-pin Molex output connector; removed from 
equipment. 2x5x13, 6 lbs. #SWPS-528, $14.95 


oe amemealt’| P . aT 


REGERVER SECTION from 
GRC-9 backpack trans- 
fer, 2-12 MHz in 
ds AM-CW; 456 KHz 
- 200 KHz calibra- 
on points. Controls le 
c AF and RF gain and headset jacks. With 
s 2/iL4; 3/1RS, 1S5, 304; less grid bias 
r Requires 1.4 VDC 450 ma & 105 V 20 
5x6.8, 10 lbs. #RX/GRC-9, used, $28 


5 lbs. #153-5il, used $28.95 


ASTEC DC - DC CONVERT- §@e 
ER designed for PC : 
board mount; +S VDC 

input produces -12 VDC 


85 ma output. Li2et. Sells 2 Lb sh. 
#AA7210, $2.95 ea; 2 for $5.00 


DIP EXTRACTOR PLIERS for easy 
non-damaging vertical removal of 
4 to 48-pin IC’s from sockets or 
desoldered PC boards. Spring- 
loaded pliers are made of anti- 
static eee td with metal extractor teeth; 
5x3.4. Techni-Tool #4916, NEW, $5.95; 2/910. 


PLUG-IN WALL TRANSFORMER with 8 
VAC 750 ma output from 115 VAC 
input; lug output connections. 1.5x2.5x1.5, 
1 1b sh. Potrans #WP410608, $1.95 ea; 2/53. 


RETURN POSTAGE 
_ GUARANTEED 


Bulk Rate 
U. S. POSTAGE 


PAID 


1016 E. eae A P. O. BOX = Permit No. 1 WINTER 1986-1987 
Lima, Ohio sw = CATALOG SUPPLEMENT 


PHONE: 419/227-6573 | 
es aie 


PRICES ARE F.0.B. LIMA 
ITEMS OVER 70 LBS. SHIPPED 
MOTOR FREIGHT COLLECT 


INCLUDE PAYMENT IN FULL. 
: ' _ . -E YOUR MASTERCARD OR VISA. 
PAUL ZDILA 3 _ JRE HOURS: Monday thru Friday 9 to 5:30 


47 NANCY ST Saturday 9 to 1:00 
BARBERTON ! os OH - 44g 


a eee en eee een ee eee 


Page S86-41 


SCOPES 


HEWLETT-PACKARD 130C 
OSCILLOSCOPE, S00 
KHz bandwidth on 

all ranges plus 0.2 
mv/com sensitivity 
for X and Y ampli- 
fiers making it es- 
pecially useful for phase measurement. Has 
large easy-to-view 5" dia CRT. Sensitivity 
0.2 mv to 20 V/cm in 16 calibrated steps, 
1-2-5-10 sequence; vernier to 50 V/cm. Sweep 
1 uSec to 5S S/cm in 21 steps; vernier to 
12.5 S/cm. Also 350 Hz squarewave calibra- 
tor, X2/X50 magnifier, auto triggering, beam 
finder; with partial repro manual. 115/230 
VAC 50-1000 Hz; 7.3x16.8x18.5, 38 lbs sh. 
Used-reparable, $135. Checked, $195.00 


Various power, plat 
audio transforme: rea 
with 115 VAC 6 
maries; unused US- f 
‘#W-26021, pri 115/230 
} Hine edt r secondary; 
V 2.2 amp windings; 5. 8x4. 6x5, 15, 
CHICAGO #PHC-10, sec S500 VCT 10 
0.6 A, Gat Mi ple Aey oe Sx3x2. 4, 


#PHR-70, sec 850 VCT 70 ma, sv2 
3 A; 3.2x4.2x3, 8 lbs, $7. 95, 


#PHC-105, sec: 690 VCT 105 ma, 
VCT 3.5 A; 3.724. 7x2. 3, 9) Lbs, 


#PHC-165, sec 880 VCT 165 ma, 
7i3 A, twa 6.73 Vis A, Ges 1, 
S.3x4.1, 14 lbs, $12. 00 


THORDARSON #T22R24, 6-8 VDC or 115 
sec 700 VCT 135 ma, 
x4.3, 


|#T1/CV157, 105/110/115/120/1 

| 230/240/250 VAC pri; 
400 VCT 30 ma, 6.3 VCT 16.5 A, 
6.3 V 1.25 A. 8x8x6, 23 lbs 6 


#PL-T216, sec 342 VCT 350 ma, 3 bil 
intermittent; 3.5x4.8x4.1, 11 ib ; 


#FIL-T216, sec two 2.5 V 6 ate 
4.5x3.6x3.2, 9 lbs sh. Used, © $a 


ISTANCOR #A3837 AUDIO, 500- 500, 
48 ohm 15 watts; 2.9x2. 4x2, 2 


#A8085, 70.7 V line 156/312/ 
ohms, 4/2/1/0.5 wW. . 


#A8089 AUDIO, same: as A8085 but 25 V 


UTC #CVM-3 VARIMATCH MODULATION, s 
mary from 500 to 20000 ohms; 

to 300 ohms. 125 watts max aud 
Class C input. S-3x5.3x5.5, 15 


HICKOK MODEL 870 TRANSISTOR 

TESTER, measures large sig- 

nal DC Beta on power trans- 

istors as well as small 

signal AC Beta on low and 

medium power transistors. 

Beta ranges O-100 and O-300 extendable to 
600. Beta test collector voltage variable 
QO-S volts. Collector test current variable 
S ma to 2 amps. Vce variable O-5S V. Input 
sensitivty of AC bridge circuit is 50 mv 
peak-to-peak. Large 4.5"x4" meter and test 
data roll chart. Requires 115 VAC 60 Hz; 
7.9x11.8x14.5, 22 lbs. Used-reparable, $85. 


TF2300A 


MARCONI 


DUMONT 708A DUAL-BEAM 
SCOPE with selectable 
bandwidth DC to 5S, SO 
or SOO KHz; sensiti- 
vity 10 uV to 10 V/cm 
in 19 steps, 1-2-5-10 
sequence; vernier to | 
25 V/cm. Sweep 5 uS to 2 sec/cm in 18 steps; 
vernier to 6 S/cm. Has large 5S" CRT and six 
step magnifier X1-2-5-10-20-50. Requires 
115/230 VAC 48-450 Hz; manual not available. 
7.6x16.8x19.5, 40 lbs. Reparable, $175.00 


i} FM deviation 
at ranges 5-15-50-150-500 
KHz ep es or negative. AM modulation 30 
and 100%. Sensitivity >20 mV (4-250 MH2), 
>SO mV (250-500 MHz), >100 mV (500-1000 MHz). 
Solid-state with TF2300 repro book. 95-130/ 
190-260 VAC 45-500 Hz or 24 VDC 320 ma. 
7.8x18.5x14.8, 28 lbs. Used-reparable, $595. 


TEST LOQWITPrviEnNnT, 
Limited Quantities; Used-Reparable: 
BOONTON 74D CAPACITANCE BRIDGE, O-110,000 pf 
tf~-O. LK, O-LO00 UMhasy 100 KHz test. 295. 
BOONTON 75AS8 CAPACITANCE BRIDGE, O-1000 pf 
t/-O. BSR, O-LO00 uMheasy 1 MHz test, $250. 
ESI 300 PORTABLE VOLTAGE BRIDGE, multi-range 
veltmeter, anmeter, valtage source, Kelvin 
dauble bridge, resistance comparator. #250. 
HEWLETT-PACKARD 312A SELECTIVE VOLTMETER, 1 
KHz~-18 MHzry bandwidths B00-1000-3100 Hz, 3 
uwV—3 V ranges. W/digital readout, #795, 00 
H-P 313A TRACKING OSCILLATOR, used in can 
Junction with HP-312A; reparable, #295, OO 
H-F 1707B OSCILLOSCOPE, portable dual trace 
DC to 75 MHz; with book, Checked, #795. 00 
MARCONI TF2O98R NOISE RECEIVER, filters (BR) 
70 and 534 KHz; (A) 14-40-105-185 KHz. #495 
RFL 829 AC/DC CALIBRATION STANDARD, 0. 25 mV- 
BOO0O V and B uATfBO Ay ZOO lbs. Used, #450. 
TEKTRONIX 434 GTORAGE SCOPE, portable DC to 
BS MAs dual traces Fuld, wpper ar lower 
soreen storage. Used-exc w/baak, $1500. QO 
i a ee a 
DC POWER SUPPLIES, metered CV/CC; reparable: 
HEWLETT-PACKARD 6263R O—@0O VDL O-10 A, €165 
SORENSON DCR-40-60A, O-40 VDE 6O amp, #400, 


DIGITAL SCALERI 


WESTERN RESERVE 310A DI- 

GITAL PASSIVE SCALER, 

special design O-1000 VDC © 

voltmeter; combines ad- 

vantages of analog read- Z : me 
ings on large 4.5" taut- ane me Per vin the 


. NORTH ATLANTIC 

. YM-202R PHASE AN- 

| GLE VOLTMETER, 

* preset for analy- 
ets Me ' zing 400 Hz phas- 
ing; usable for any frequency in 30 Hz-10 
KHz range if appropriate filter installed 
(not available). Selectable FUND-0°-90°-180° 
SNS he Phasing with 0-90° dial in 1° incre- 
ments; 2% accuracy. Resolution 0.05° at 5 
times full scale voltage; 30 Hz-10 KHz fre- 
quency range. Built-in VTVM has 12 ranges 
from 0.001-300 Vrms. Input impedance 10 meg- 
ohms. 115/230 VAC 60-400 Hz; 5.3x19x7. 3,1 20 
ibs sh. Used-reparable with book, $55.00 


VM-202BR PHASE METER, similar to above ex- 
cept has filters in signal and reference 
Channel. Used-reparable with book, $69.50 


VM-301A PHASE ANGLE 
VOLTMETER, broader 
band unit than VM- 
202-Series with 10 : 3 

Hz-100 KHz phase | 

sensitivity (filter = 5 : 

out) and VTVM re- te rs bbhoe - 
sponse. "Filter-in" sensitive for frequency 
in 28 Hz-28 KHz range determined by plug-in 
filters (not available). 0.03% Phase resolu- 
tion; 0.25% accuracy. 115/230 VAC 50-400 Hz; 
7x19x13, 40 lbs. Reparable w/book, $165.00 


HIGH VOLTAGE CAF 
and unused as 
(CAUTION: PCB-typ 
"handling & disposa 
SIZE ae 
ground 8x9x4 Le 
4000 Vv 7. 5x4. 5x3. Bens 
4000 Vy 9. 3x4. sae i 
9000 V ' 
12500 V 


MFD 
1-1 3 KV case 
2 
4 

O65 = ONS: 
0.65 


POWER UNIT HEATSINK ASSEM- — 
BLY, 5.3x4.8.x1.1 plate 

with three 2N3055’s, two 

diodes, On-Off switch, and 

fuse; 3 lbs sh. #AE-HS-3T, peed, 


ogy 


oe | 
ms! TS-402 VARIABLE ATTENUATOR 
makes gain measurements on 
voice and carrier frequen- 
my Cy equipment. 600 ohm in- 
put and output impedance. Attenuates O 
thru 81 DB in one DB steps. Input power 0.2 
watt, O.S W for short periods. Frequency 
0-100 KHz. 5x6.8x4.1, 7 lbs sh. Used, $22.00 


HP-612A UHF GENERATOR, 
MHz AM, CW, or pulse in one é 
band. Useful in UHF TV testing. 
Butputs 8.1 uy te O15 ¥ into sO 
ohms. Internal modulation 400 
or 1000 Hz; incidental FM less 
than 0.002% at 30% AM. Requires 
245/230 VAC 50-400 Hz. 13). '5x SES TTI 
16.5x21.5, 63 lbs sh. Used- necarabie, $295. 
HP-612AR GENERATOR, more recent rackmount 
version of above. Used-reparable, $350.00 
* * * * * * * SS * A * * * * * * * * * * 
Other HEWLETT-PACKARD GENERATORS, used: 
HP-606A, SO KHz-65 MHz; reparable, $150.00 
Checked, $225. With CABINET, add $15.00 
HP-608C, 10-480 MHz AM; reparable, 
HP-6O08F, 10-455 MHz AM, O.1 to SOOK uv out- 
put. Built-in calibrator; checked, $425.00 
HP-614A, 900-2100 MHz; reparable, $250.00 
HP-616B, 1.8 to 4.2 GHz; reparable, $215.00 


450-1230 § 
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g25R $215. 


greater +/-1% accuracy of digital readings. 
Analog mode approximates while digital mode 
balances meter indication at center scale by 
adjusting digital scaler switches. Circuit 
load 10-100 ua. W/test leads & book; 7.3x10 
4.8, 8 1bs. Used-reparable, $22. Checked, $35 


WESTERN RESERVE 320A TRUE RMS SCALER, simi- 
lar to 310A but measures O-1000 VDC and 
O-1000 VAC in four ranges. Requires three 
1.35 VDC RM-1R batteries (not available). 
Used-reparable, $27.95; Checked, $47.50 


0-937/TRC-80 FREQUENCY 
SYNTHESIZER, self-con- 
tained frequency stan- 
dard that supplies 

stable outputs between 
22.6375 and 32. 1250 
MHz in one thousand 
12.5 KHz increments. 
tors and two mixers: 


Three separate oscilla- 
Oscillator #1, 325 to 
437.5 KHz in 12.5 KHz steps; #2) (2.825 to 
3.4375 MHz in 125 KHz steps; #3, 20-31.25 
MHz in 1.25 MHz steps. Each oscillator and 
mixer has AGC circuit; each frequency summed 
in the mixers. Has 0-100 microammeter to 
monitor circuits, regulated transistor power 
supply and tubes 7/5670, 3/6AKS, 6922; Col- 
lins mfg. Requires 115 VAC 60 Hz. 10.3x19x8, 
57 lbs sh. Used, $125. SCHEMATIC, $2.50 


checked prior t 
Za. AH: See es eae 
5 AH; 


#0810-0016, 
#0800-0080, 
#0800-0016, 


150 CFM FASCO BLOWER, 115 
VAC 60 Hz 1.5 amp 1/10 HP. 
4.5" dia inlet; outlet 3.8" 
x 3.4". Has 9.6x9.8 mount 
plate on intake side for ea- 
sy installation. Includes 
motor capacitor; 

blower for a low 


CFM free air c 
3-blade.fan wi 
thered Edge 
Clon... Gee 
housing; 
Retesta: oe 


CONTAINER LOAD SALE! 
We've just brought six containers of GRC- 
radio equipment into the U.S. Fram Eurape. 
This purchase allaws us to now offer sone 
hard=ta-find accessories and ta "chap" 

prices an now averstocked equipment. 


AN/GRR-5S RADIO SET, 1.5 to 
18 MHz AM-CW in four bands 
continuously tuned or ten 
preset channels. Consists of signed to power RT-77 
, R-174 receiver and PP-308 transceiver in field 
\ } Lt h a3 but other uses possi- 
aerrewersteermme &!-77/GRC-9 TRAN hs CEl y E EE | San axercine bike! sor 
455 KHz IF, 200 KHz crystal those who want something 
calibrator, and BFO. Audio more from a workout than sweat!) Out- 

mare output 8 or 600 ohms; tubes puts 425 VDC 115 ma, 105 VDC 32 ma, 6.3 VDC 
3/1R5, 3/1L4, and 1U5. PP-308 includes 2.S amps, 1.4 VDC 465 ma from your own (or 
built-in 4" speaker and powers R-174 from 6, friend’s?) muscle input. Generator 10.5x7.5 
2 or 24 VDC or 115 VAG) GO Hz, 13..2x12. 1 x8; 39 lbs sh. Used, $33,060 $27.00 


» 60 lbs sh. Used-reparable, $85.00; 
ked, $135.00 MANUAL, original, $7.50 Mot Soa 76 eet Db) kar 
Consists of G-8 generator, CY-590 battery 


“fase ee AS BAG for GRR- * used, $10.00 
case, and various cables and bags: 


_GN-S8,HANDCRANK GEN- 
ERATOR with legs, seat 
and two cranks; de- 


RT-77/GRC-9 BACKPACK TRANS- 
CEIVER, covers 2-3.6, 3.6-6.6, 
and 6.6-12 MHz; Hi-Lo out- 

puts 7/1 watt AM, 15/5 W CW. # 
Receiver section has 456 KHz 
IF and 200 KHz calibration 
points. Transmitter is con- 
tinuousy tunable or two preset! 
channels; uses 2E22 tube in 

power amp. With tubes 2/1L4, 
3/1R5, 1S5, 3/3A4, and 304. 

Requires 580 VDC 100 ma, 6.6 
VDC 2 amps, 120 VDC 45 ma, li. 
VDC S500 ma, and 6.9 VDC 575 ma. 16x13x8, 35 
lbs sh. Used, $55.00; Power connector, $4. 


MANUAL for AN/GRC-9, original, $8.50 

T-17 MICROPHONE, unused, $12.00 

J-45 KEY with legiron and cord, used, $14. 
BX-53 SPARES BOX, (empty), $2750 $4.00 
SPARE TUBES for RT-77 "used-checked": 

2E22, $4.50 ea; All others, $1.50 each 
MT-350 VEHICULAR MOUNT for RT-77, $+5 $7.50 


lti-cell Tape Hake, $10.00 
for GRR-5, $6.00 


G-8/GRC HANDCRANK GENERATOR, similar to 
GN-58 except used with CY-590 battery box fo 
RT-66-67-68 in field; p/o MK-898 mod kit. 
Output 400 VDC 75 ma, 250 VDC 16 ma, 145 VDC 
38 ma, 9O VDC 76 ma, 6.3 VDC 2.3 amps, -30 
VDC 2 ma. With legs, seat, and cranks. Gener 
ator 10x6.3x9, 30 lbs sh. Used, $34.95 


CY-590 BATTERY BOX, usable either as battery 
box for receiver section of RT-66-67-68-70 
or connects transmit voltages of G-8 to 
RT-66-67-68. Requires five 1.5 VDC BA-403’s 
and one 90 V BA-419 batteries (not availa- 
ble). 14- and 9-pin cable cable connections; 
O.D. green. 5.8x8x13, 9 lbs sh. Used, $15. 
ACCESSORIES for MX-898 modifcation kit: 
CX=-1209 CABLE, CY-590 to G-8 or RT-70, $10. 
CX-1210 CABLE, G8 or CYS90 to RT66-7-8, $12. 
CW-187 BAG for G-8 legs & seat, $6.00 

CW-188 BAG for CY-590 or RT-70, $6.00 


(ELD TELEPHONE, portable 
nging magneto type for 
4 ‘e radio communications 
ar n . feasible. Two or more 
be used in two-wire system 
A7 miles in length. Con- 
with two conductor wire; 
_handcrank generator signals 
ssion and MC-131 bell alerts 
Two "D" cells required to operate 
With carrying case and strap. 
oe be Used, $30 $40. MANUAL, $5. 


TA-43 FIELD TELEPHONE, 
rugged light-weight 
unit replaced EE-8 and 
can be used with them. 
Includes G-42 handcrank 
generator, BZ-3 clack- 
er call-signaler, H-60 
handset, and canvas car- 
© vying bag w/strap. 12x7x4, 12 lbs. 
ecked, S65. MANUAL, repro, $8.50 


CYP—-10CSs6Ee POWER CAHRRLE 


Very scarce item connects RT-77/GRC-9 to 
DY-88-105, GN-58, PE-237 or PP-327 power 
units; 7 ft long, 3 lbs sh. Used, $15.00 


~ LS? LOUDSPEAKER. yx 


We now have a large supply of 
LS-7’s to offer. Speaker is per- 
mament magnet-type with 4" dia 
cone and 4000 ohm matching trans 
former in metal box. Includes 5’ 
cord with PL-S55 plug; 4.9x4.9 
x3.4, 4 lbs. Used, $15.00 


POWER SUPPLIES 


PP-112/GRC 24 VDC power supply 
for RT-66-67-68 transceivers; 
provides all voltages from 24 
VDC 6.5 amp input. 7.3x9x13, 
39 lbs sh. Used, $235° $18.00 
Used-"chipped" case, $10.00 
Gov’t-reconditioned, $35.00 


+ LONG—-wrRE ANTENNAS + 


wwAT-101/GRC-9 LONG WIRE AN- 
-TENNA, 107.5 £t copper 
wire with eight insulators 
and jumpers to adjust for 
ad required frequency between 
4.3 and 12 MHz; 3 lbs sh. Used, $10.00 
AT-102 LONG WIRE, adds 2-4.3 MHz range, $9. 
AT-101 & AT-102 LONG WIRE SET, $15.00 


PP-109/GRC SUPPLY, as above 


but 12 VDC 12 amp input. Used, .$34-50 924, 
Used-"chipped", $16. Gov’t-recond., $40. 


venie communica- 
Has GN-38 hand- 
WMNG=1391 


AM-6154/GRT-21 
POWER AMP, popu- % 
lar amp covering 
116-=149.95 MHz 
of which we have 
sold hundred’s 
and are now sold 
out. However, we 
can offer mainframes and tuning cavity draw- 
ers less DX393/8930 P-A tubes for those who 
want spare parts: 
AM-6154, less P-A tube; 8O lbs (UPS in two 
packages). #LPA-AM6154, $175.00 
MAINFRAME only with power supply for AM-6154 
and -6155; 65 lbs sh, #MF-AM6154/5, $100.00 
TUNING CAVITY DRAWER only less P-A tube; 15 
lbs sh. #TCD-AM-6154, $100.00 


POWER AMP FOR GRC-9 


‘2 AM-66A POWER AMPLIFIER for 
RT-77/GRC, first we’ve ever 
seen; French-made for NATO for- 
ces. Increases RT-77 output to 
30 watts AM-CW, 90 W pulse. 
Uses three 2E22’s in PA; with 
antenna tune meter. Requires 
+700 V 330 ma, +280 100 ma, 

+12 V 400 ma, 6.3 VS A, 5S V 
230 ma. Non-English dial mark- 


¥~- | O5 POWER SUPPLY ings. 16x13x8, 29 lbs sh. Used, $85. 0o 

Gi ° MANUAL (in English), partial repro, $15.00 
AA-18 ALIMENTATION (POWER SUPPLY), provides 
all the necessary voltage for AM-66A from 
either 12 or 24 VDC input. Similar size and 
appearance as DY-88-105%, 36 lbs. Used, $75. 
* * * * * * * * * * * * * * * * D AC it + * 


AM-66A & AA-18 PACKAGE including CD-1086 ca- 
ble, CX-2031 DC cable, and manual, $165.00 


Cre—1LS—-—1S COUNTER OLSE 
Heavy rubber-covered wire spread to form 15’ 


dia radial network for ground plane antenna; 
used with MS-116-117-118; 4 lbs sh, $12.00 


GUY ROPES for whip antenna support: 
GY¥rl2 (2ZOeSE) S2,550% GY-42 2x20) ft), $4.50 


M-378 and 
M378 (80 


plugs & jacks for Headset, 
> and Mic. Requires 4.5 V, 15 V, and 3 V 
m batteries (not available). 5x6x9.3, 16 
Used, $14.95; CS-76 CANVAS BAG, $5. 
L for RC-289 including RM-39, $7.50 


M-379 HALYARD ROPE: 
ft), $6.00 M3739) (LOWES, 


$1.50 


MT-297 SHOCKMOUNT 
RACK, used in GRC-3 
thru -8 systems. 
Holds one RT-66-67 
one PP-109 or -112, one R-108-109 or 
Includes system in- 


IN—-1LE7? INSULATOR Base 
IN-127 INSULATOR BASE, 

used with GRC-9 to hold 
MS-116-117-118 mast sections 
in whip antenna system. Rugged 
black plastic; 12" long, 4 lbs. Used, $10.00 
FT-S515 BRACKET, holds IN-127 when RT-77 

is used horizontally; used, $3.00 


33.5x4.8x13.5, 70 lbs. Used $20. 
for one RT-66-67 or -68 and one 
P; 45 lbs sh. Used, $15.00; Unused, $25.00 

(O RACK for RT-70/AM-65, 24#. Used, S22. 
RACK for one RT-66-67 or -68, one 
-109 or -110, one PP-109 or -112; 32 
Used, $15.00; Unused, $25.00 


ACCESSORY PACKAGE DEAL 


for GRC-9, refer to manual TM11-263 (6/756), 
All items shown in figure & page #. Used: 
BG-172 BAG & CONTENTS, figure 5, page 10 
except BX-53 empty; 28 lbs sh, $55.00 
BG-174 BAG & CONTENTS, Fig 6, p lig (3 @a 
MS-116, 1 @a MG-117-118)3; 28 lbs sh, #45, 00 
BG-175 BAG & GN-58, fig 13 p 15; 26%, #20. 


RIBBON ANTENNA 


72 RIBBON ANTENNA with gooseneck base 
PRC- 8-9-10 backpack radios, used, $8.00 


PAG f » 
L6-117-118 MAST SECTIONS, we have them 
L 1b sh each; $3.50 per section. 


DY-105/GRC-9 DYNAMOTOR POWER 
fF SUPPLY, powers RT-77/GRC-9 
from 24 VDC input, 6.7 amp 
max. May be usable to power 
+ other small transceivers. 
Output: 580 V 100 ma, 105 V 
45 MA, 6.3 v 2 amp, 1.4 V 
‘S00 ma, 6.3 V 575 ma. 13x11.25x9.5, 40 lbs. 
Used, $45.00; Power input connector, $3.00 
'DY-88 SUPPLY, like DY-105 but operates from 
6, 12 or 24 VDC input. Used, $106 $59.50 


BAG for long-wire antennas, cables, 
ther accesspries; 13x13x10, used, $6. 
BAG, for mast sections and GN-58 
nerator legs; 42x10x4.5, used, $6.00 © 
BAG for GN- 58, 10x8x10.5, used, $5. 
COVER for RT-77/GRC-9, used, $10.00 


cs-79 BATTERY BOX, used with BC-620 & -659; 
with cable and leather handle. Style var- 
ies; no model choice, 12 ibs. Unused, $12. 
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COLLECTOR BOOKS 


Reference books for the 
‘old radio collector fea- 
“turing a new release, The 
Radio Collector’s Direct- 
‘ory and Price Guide by R. 
Grinder and G.Fathauer. 
‘Also the popular Vintage 
Radio-Series* books (which 

’ increase in price from 

$9.95 to S11.95 each after 1-15-87): 

RADIO COLLECTOR’S DIRECTORY AND PRICE GUIDE, 
321 pages of commentary, pictures, and mo- 
del listings covering 1921 thru 1941. Some 
radio history and design, ID tips, plus 
estimated current values; 3 lbs sh. $15.95 

VINTAGE RADIO 1887-1929, pictoral story of 
radio’s early years; 1000+ pictures and 
comments. M. McMahon, 263 pp; soft, $9.95* 

A FLICK OF THE SWITCH 1930-1950, sequel to 
Vintage Radio; also includes amateur and 
military radio + early TV. Softbnd, $9. 95+* 

1921-1932 RADIO COLLECTOR’S GUIDE, 9000 list- 
ings of manufacturers, models, dates, ori- 
gnal prices; no pictures. Softbound, $9.95 

MOST-OFTEN NEEDED 1926-1938 RADIO DIAGRAMS, 
reprint of Beitman’s book of 600 old radio 
schematics; softbound, $9.95* 

OE OSE IS ee Ue ee ee ee 

1987 ARRL RADIO AMATEUR HANDBOOK, $18.00 

ARMED FORCES CROSS INDEX OF ELECTRON TUBE 
TYPES, August 1950; cross-reference of just 
about every tube the military utilized to 
1950. Lists "Tube Type", "Current Designa- 
tion", "Other Number", and "Class Descrip- 
tions." No tube specs; 120 pg copy, $12.50 


RADIO 


FLUOROCARBON RD4500 
RINSER/DRYER, de- 
signed for semicon- 
ductor industry; 
capacity for 100 4" 
wafers. Insert for 
wafers easily re- 
moved leaving 16.5" Pic. 

dia X 7" D stain- 3 ; 

less-steel drum w/ Ne? 

2" dia drain adaptable \ 

for your own projects. Separate 3/8" O.D. 
lines for water and nitrogen (or air); N2 
line has quartz heater to raise gas tempera- 
ture 180 C. RedHat valves pass 20-40 PSI 2 
GPM water and 30-40 PSI 6 SCFM N2. Drum ro- 
tated by Gould 1/4 HP DC motor with adjusta- 
ble rinse times 0-450 (rinse) and 0-1850 RPM 
(dry); 16.8" mount depth. Model 379B timer 
has two O-6 minute ATC timers and AC to DC 
motor control. Model 287C box controls Start 
-Stop functions plus has O-20 x 100 RPM me- 
ter and Sonalert. Book and cables included; 
requires 115 VAC 50/60 Hz. 120 lbs (95 lbs 
without insert); UPS in 2 pkgs. Used, $115. 


i 


STORAGE CASES 


PLASTIC STORAGE CASE, rugged 
but light with hinged top, hasp 
fastner, and recessed top grip. 

Two glued spacers; interior 

: 7.5x6.3x5S.3. Handy item for 
shop; 2 lbs. #CS-PL-SR, used, $2.95, 2/95. 00 


STEEL TRANSIT CASE, sturdy gu... 

9x24x15 case for shop or ; ; : Penis 
truck has four compartments eee 
2AE7 «Sy Geox? ea,  L2,5x755,0 ae aries oie 
and 5x7.5. Hinged top with 
hasp fastners, latch for 


your padlock and side hand- 
les; 45 lbs sh. #CS-92415, used, $15.00 


~t 
ALUMINUM TRANSIT CASE origin- 
ally for test meter but easi- 
ly adaptable for your project 
interior 11.6"Lx8.2"Wx5. 3"D. 
Hasp fastners; one pair re- 
tain top cover. O/a 14.3x10 
#CS-TCC-11, used, $6. 2/910.00 


x7. 4ie6 Tbe, 


LS-445 4" DIA SPEAKER, rugged 
military 8 ohm 2 watt permament 
magnet speaker used in LS-166 
loudspeaker. Response 300-7000 
Hz; use as replacement for your 
LS-166 or wherever durable speak- 
er is required. 3 lbs. Used $7.95 
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modulated using 3E29 tube. 


100-1300 MHZ fot i 


TRANSMITTER-CAVITY MODULE 

p/o KY-308/ASQ radar set; 
consists of cavity with 

two preselectors, 5675 

tube as local oscillator 
ML-381 (2C39-like) as 

output tube. Shows reson- en sll 
ance in 1100 to 1300 MHz range. Unit “pulse 
Also 115 VAC 400 
Hz transformer with outputs 550 V 25 ma and 
6.3 V 2.85 A and top cover; no further info. 
Vie Sx6x5, 10 ee sh. #2-CAV-308, used, $45.00 


XMIT-CAVITY MODULE similar 
to the above except three 
preselectors and tubes 5675 
and 3CPX100A5/8745. No 
pulse modulation. 115 V 400 
Hz transformer outputs 780 
ViEivma, £70 VLG ma; omy: 
with top cover. #3-CAV-308, $47.00 


70) to.\8) MHz ANPOLPERS 

CONVERTER for the radio 

experimenter; part of 

military downconverter used . 

in for 4 GHz system. Two stages ef 

70 MHz amplification (two 6AKS), mixer 
(6AKS) with crystal calibrator oscillator 
and doubler (5670) and two stages of 8 MHz 
amplification (6922). Ceramic coil forms; 
shielded and bypassed input/mixer for clean 
output. Requires 200 VDC and 6.3 VAC; 11. 8x 
6.5x3, 3 lbs. #70-8/AM-CV, used w/info, $12. 


! ee SPDT GLASS VACUUM RELAY ASSEMBLY, 
ay * antenna transfer relay from Col- 
; lins 180L3, an antenna tuner for 
100-150 watt HF transmitters. Coil 
28 VDC 38 ohms; o/a 5x6x2.3, 3 lbs 


sh. #K712/180L3, used, $19.95 


CU-26/ART-13 ANTENNA TUNER, 
tunes 500 to 1500 KHz range. 
for the venerable ART-13 
transmitter. Utilizes vario- 
meter and seven tap position 
switch which taps fixed coil. 
Very rare item! Many years 
since we’ve seen any! 7x3.8 
x6.3, 4 lbs sh. Used, $19.95 


PILOT IN 


MG-2 PILOT’S INDICATOR, p/o 
| bombing navigation system. 
Interesting item has separ- 
ate scales 150-0-150 De- 
_ grees Turn and 360-0-360 
Time To Go. Gentains Sperry R5663479 and 
R5663478 selsyns mounted in line with shaft 
of the first running through the shaft of the 
first. Designed for 24 V 400 Hz but works on 
12-15 V 60 Hz with some response loss; sel- 
syns usable in wind or antenna direction sys- 


tems. 10x3.8" dia; 4 lbs. Used-clean, 515.95 


MAST MOUNT BASE 


ADJUSTABLE MOUNTING PLATE for 
antenna mast sections or pipe 
or even a Xmas tree. Three 
dual wingnut bolts adjusts 

for id. I") tol 2.25" dia, pipes 

9" dia base; cast aluminum. 
5.5"Hx9" dia, 7 lbs. #MB-92110, 


used, $9.95 


| TRANSMITTER COILS used in 400 

watt transmitters; 4.5" dia, 

5.5" to 6.5" length. T-4 type 
has 9 banana jacks; C-type five 

Used/unused as available; 2#. 

PRICE #T-4 MHz PRICE 
$3, 1542 Uys. S- Oe 2 $5.00 


$5. 
$4. 


C-388A 3.5-4.5 $5.00 


C-389A 3.5-5. 7 C+447By, 8.0-11 -:$6.,00 


vp ltllbade PROCESSOR 


Hpeessone 
10.5x1.8 lap- bee 
unit features 14KB 
usable word pro- 
‘cessor memory, — 
300 baud modem, — 
and nicad battery 
power or 115 VAC. als 
calculator and digita 
gingle-line LCD displ: 
QWERTY keyboard, and 
connection. User can 


necessary. 
be transferr 


However, 

usage is rd prodedalng 
convenient tool. With mode 
ies, battery charger, and 
30 day warranty for purch 

4 lbs sh; phen) ‘NEW, & 


can Misc used 
apart for 


Vi iS A\.and)25)\ Voz Deen 

54 Vi S2UA,) 30, Va te eae 
ponents available separat 
10x12x3. 5 chassis; o/a 10 


REGULATOR MODULES” from abov 4g 


2N3055 or ear 
-use; add appropriate cente 
former Cue make a power s 


TRANSFORMER ence “#Ps- -SREG, 
VEL 7 oAG 

SOnVC Tae Ayme a 2 i 
4.5x5.8x5.5, 13 lbs. SUN # 
CHASSIS only from #PS-3REG, 
4700 mf 25 VDC capacitors; 


#PS-1415-NR SUN SUPPLY, 
puts 14 V 15 amp, +22 V 4 A, 
erie TO Sn A ee Via 


capacitors 75000 ne 25 VE 
30 VDC; does not have regu. 
10. 3x12. 3x75, “20 lbs sh: 


TRANSFORMER from #PS-1415 
36) VET 4A, 0 181 I Vito, VAs 
4x5. 3x4.8, 16 lbs sh. 


x2.3; w/7- SAG fuseholders 


12 VDC non-resettable; 
numerals on white. Mounting 
flanges on rear; o/a 1.3"Hx 
Pot Wit 2c #E07B10DC12, 


NRG 925 MASS SPECTROMETRIC 
w/oa bell glass; 350 Ibs. — Rep 
TECHNICAL MATERIELS VOX—S (a 
CLILLATOR, weed with TMC HF 
Ba Mea 2 watts, 4-64 MHz 

95 lbs sh (UPS in 2 pkgs). | 
TNO pT age SWR MET 


COLLINS | 476D=1 ‘DISTORTION Ae 
for SSR over de 7omdle 7 MHz 4 

& IF &-tene source. 200 dbs 
MOTOR GENERATOR, 208 /220/ 

ing out 28 VDC 100 AMPS « 


O~ 200 Ay 300 Ibs sh. ee 22026, 


